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Applied Technology, Incorporated 
930 Industrial Avenue 
Palo Alto, California 

Gentlemen: 


IDEA-1201 

Contract No. AF33 (657) -8581 
File No. DV-515 

hrw^Dmt^ t w 0 

2 2 MAY 1963 


25X1 D 


1. Reference is made to Contract No. DV-515, entered 
into, as of 14 December 1962, by the parties executing 
this document. 

2. By this document the SCHEDULE to the Contract is 
amended to revise the specifications for the System 9A by 
adding the following requirements thereto: 

"The Contractor shall incorporate in the System 9A to 
be furnished under Items A through D of PART I hereof, 


1962, which is incorporated herein by reference and made a 
part of this Schedule to Contract No. DV-515." 

3. The above change results in price adjustments and 
therefore the unit and total prices for Items A through C 
under PART I of the SCHEDULE are deleted and the following 
inserted in lieu thereof: 
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"Item 


Quantity 


Unit Price 


Total 
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6. This Amendment No. 2 is issued pursuant to the 
"CHANGES" clause of the Contract. 

7. Please indicate your acceptance of this Amendment 

No. 2 by the execution of all three copies hereto. The original 
and one copy are to be returned to the undersigned, the re- 
maining copy to be retained for your files. 

Very truly yours, 


25X1 A 

Contracting Officer 


ACKNOWLEDGED & ACCEPTED 
APPLIED TECHNOLOGY, INC. 


T I TL E President 
DATE 27 May 1963 
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